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(CR/PIP).Most recent UMTRA newsletter encl.

improvement program

. 1L Energy, Dept ofi 91/06/27. SURMEIER.J, Low-Level Waste Man-
agement Branch (Post 901230). 4pp. 58426:292-58426:295.

9107110263 Requests addl intermediate milestone under CNWRA External QA Task 1
to support addl observation audits during FY91.

HOOKS.K.R. Office of Nuclear Material Safety & Safeguards. HLWR. 91/07/02.
MEARSE.S.D. Contract Administration Branch 1 (Post 900603). 1p. 58464:066-
58464:066.

9107110270  Forwards FR notice of availability of draft staff technical position on "Geo-
logic Repository Operations Area Underground Facility Design - Thermal Loads."
LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120).   HLWR.   91/06/28.   MEfER.D.L   Regulatory   Publications   Branch.   1p.
58464:067-58464:070.

-9107110281 Notice of availability of draft staff technical position on "Geologic Reposi-
tory Operations Area Underground Facility Design - Thermal Loads."
YOUNGBLOOD.BJ. Division of High-Level Waste Management (Post 870413). HLWR.
91/06/28. 3pp. 58464:068-58464:070.

9107110271   Forwards repts of const insps at Lowman.lD & Grand Junction, CO
UMTRAP sites conducted during wk of 910616.No major problems identified.
GILLEN.D.M.,   ROM.D.    Uranium   Recovery   Branch   (Post   901230).   91/07/03.
SURMEIERJ. Uranium Recovery Branch (Post 901230). 6pp. 58426:275-58426:280.

9107120121 Forwards notification of meetings related to high-level waste mgt program.
LINEHANJ.J. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/01. Repository Licensing & Quality Assurance Project Direc-
torate (Post 881120). 2pp. 58416:186-58416:187.

9107120123 Forwards "NRC Observation Audit Rept 91-6 for Yucca Mountain Project
Ofc Audit 91-03 of Los Alamos Natl Lab."

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/06/28. SHELOR.D.E. Energy. Dept of. 2pp. 58416:090-
58416:104.

-9107120131 91-6 "NRC Observation Audit Rept 91-6 for Yucca Mountain Project Ofc
Audit 91-03 of Los Alamos Natl Lab."

VERMA.T.R. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/06/10. 13pp. 58416:092-58416:104.

9107120158 Advises that NRC completed review of listed topical repts & process con-
trol programs.Topica! repts,supplemented by addl info,contain sufficient detail to
permit NRC to issue intenm approval for three solidification recipes.
TOKAR.M.   Low-Level   Waste   Management   Branch   (Post   901230).   91/07/02.
HOUSE.W.B. Chem-Nuclear Systems. Inc. 3pp, 58405:332-58405:334.

9107120174 Responds to 910606 Itr re proposal that abrogates notice provisions of Ap-
pendix 7 of site-specific agreement Clarifies NRC position.

LINEHAN.JJ. Division of High-Level Waste Management (Post 870413). HLWR. 91 /
06/25. SHELOR.D.E. Energy. Dept of. 6pp. 58416:105-58416:110.

9107120216 Forwards YMP-SR-91-020, "Yucca Mountain QA Div QA Surveillance Rept
of USGS," conducted 910612-13.

HORTON.D.G. Energy, Dept of. HLWR. 91/07/01. HAYES.LR. Interior, Dept of, Ge-
ological Survey. 1p. 58435:303-58435:309.

-9107120218 YMP-SR-91-020 "Yucca Mountain QA Div QA Surveillance Rept of
USGS," conducted 910612-13.Activities surveilled:control of measuring & test equip-
ment

MARTINJ.S., WARREN.C.C., HORTON.D.G. Energy, Dept. of. HLWR. 91/06/28. 4pp.
58435:305-58435:309.

9107150041 Forwards "Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-91-
04 of Raytheon Svcs of NV - Las Vegas.NV - 910729-0802."

HORTON.D.G. Energy, Dept of. HLWR. 91/07/01. BULLOCK.R.L Raytheon Service
Co. (subs, of Raytheon Co.). 1p. 58464:213-58464:218.

-9107150043 YMP-91-04 "Ofc of Civilian Radwaste Mgt QA Audit Plan for Audit YMP-
91-04 of Raytheon Svc of NV - Las Vegas,NV - 910629- 0802."
DANA.S.R.,  HORTON.D.G. Energy, Dept of. HLWR. 91/06/28. 4pp. 58464:214-
58464:218,

9107150058 Forwards Refl Guide 3.61. "Std Format & Content For Topical SAR For
Spent Fuel Dry Storage Cask," in response to A Specter 910422 Itr.discussing vendor
capability to supply casks for storage & transportation of high-level radwaste.
BERNERO.R.M. Office of Nuclear Material Safety & Safeguards. HLWR. 91/06/28.
GATES.E.D. Birdsboro Ferrocast, Inc. 87pp. 58464:071-58464:196.

9107150078 Requests that originals of all incoming correspondence be addressed to
document control desk to assure proper docket & distribution.
LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/09. SHELOR.D. Energy. Dept of. 1p. 58500:024-58500:024.

9107150110 Forwards NRC Surveillance Observation Rept 91-S10 for DOE Yucca
Mountain Site Characterization Project Ofc QA Surveillance YMP-SR-91-021 of Rayth-
eon Svc Nevada QA program conducted 910624-25.

LINEHANJJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/08. SHELOR.D.E. Energy, Dept of. 5pp. 58464:197-
58464:201.

9107160392 Responds to portions of staff requirements memo M910314A re licensing
procedures for geologic repository high level waste.Commission decided not to allow
waste emplacement until findings made.

PARLER.W.C. Office of the General Counsel (Post 860701). M910314A. 91/07/09.
SELIN. ROGERS. CURTISS Commissioners (Post 750119). 4pp. 58440:226-
58440:229.

9107170160 Provides comments & recommendations on draft Reg Guide 1.28, Rev

9107170167 Forwards Project Interface Documents 12-S-04 & 12-S-05,per procedures
in Mod 2 of MOU between DOE & NRC re Lowman.lD U mill tailings site.
MATTHEWS.M.L Energy, Dept of. 91/07/11. SURMEIER.J.J. Division of Low-Level
Waste Management & Decommissioning (Post 870413). 3pp. 58471:160-58471:162.

9107170255 Submits observations on DOE QA audit of LLL conducted on 910603-07.
ZIMMERMAN.S.W. Nevada, State of. HLWR. 91/07/09. Nevada, State of. 3pp.
58500:134-58500:136.

9107170299 Advises of approval of 910716 response due date for Corrective Action Re-
quest YM-91-051 resulting from Yucca Mountain QA Div Audit YMP-91-05 of USGS.
HORTON.D.G. Energy, Dept of. HLWR. 91/07/10. HAYES.LR. Interior, Dept of, Ge-
ological Survey. 1p. 58500:023-58500:023.

9107180111 Forwards results of NRC regulatory review efforts on DOE "Prototype Li-
cense Application SAR" for belowground vault.

LOHAUS.P.H.   Low-Level  Waste  Management Branch (Post 901230).  91/06/26.
COLEMAN.J.A. Energy, Dept. of. 109pp. 58484:287-58485:034.

9107180128 Trip rept of 910429-0502 visit to Second Annual Intl High Level Radwaste
Mgt Conference in Las Vegas, NV.Viewgraphs encl.

MANAKTALA.H.K. Center for Nuclear Waste Regulatory Analyses. 91/06/21. Center
for Nuclear Waste Regulatory Analyses. 33pp. 58511:056-58511:089.

9107180140 Discusses regulation of DOE high level radwaste long-term storage or dis-
posal at Hanford & requests action under 10CFR2.206. Requests that NRC exercise
authority to require license application from DOE re radwaste sites.
JIM.R. Yakirna Indian Nation. HLWR. 91/07/09. BERNERO.R.M. Office of Nuclear
Material Safety & Safeguards. 4pp. 58511:317-58511:325.

-9107180141 Requests that NRC not attempt to redefine term "high level radwaste"
since term established by Congress & only courts can embellish term in role of inter-

preting laws.
COOK.F.R.

DMsion of High-Level Waste Management (Post 870413), HLWR.
91/07/11. MORRIS.B.M. Division of Regulatory Applications (Post 870413). 5pp.
58500:129-58500:133.

.. Affiliation Not Assigned. HLWR. 91/03/12. CHILK.SJ. Office of the Secre-
tary of the Commission. 5pp. 58511:321-58511:325.

9107180142 Comments on NMSS Policy & Procedures Ltr 1-42 re radiation
protection.Mark-up of draft NMSS Policy & Procedures Ltr 1-42 also encl w/addl
minor comments to enhance clarity of document.

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/11. RAMSEY.K. Division of Industrial & Medical Nuclear
Safety (Post 870729). 6pp. 58520:152-58520:157.

9107180145 Trip rept of attendance at DOE workshop on Yucca Mountain engineered
barrier sys concepts on 910618-20 in Denver.CO. List of attendees.agenda & view-
graphs encl.

NAIR.P.K., CRAGNOUNO.GA, PATRICK.W.C. Center for Nuclear Waste Regulatory
Analyses. 91 /07/08. Center for Nuclear Waste Regulatory Analyses. . 33pp.
58511:100-58511:132.

9107180150 Forwards draft staff technical position (STP) on "Geologic Repository Op-
erations Area Underground Facility Design - Thermal Loads." Availability of STP
being published in FR w/ public comment period of 90 days.
LINEHAN,JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/10. SHELOR.D.E. Energy, Dept. of. 42pp. 58500:209-
58500:250.

9107180200 Forwards Rev 11 to Ofc of Civilian Radwaste Mgt QA surveillance sched-
ule for FY91.

HORTON.D.G. Energy, Dept of. HLWR. 91/07/09. HOOKS.K.R. NRC - No Detailed
Affiliation Given. 4pp. 58520:158-58520:161.

9107180208 Trip rept of 910620 visit to Rockville.MD for public meeting re Apache Leaf
Tuff Site field heater experiment.

GREEN.R. Center for Nuclear Waste Regulatory Analyses. 91/07/10. Center for Nu-
clear Waste Regulatory Analyses. 17pp. 58511:282-58511:298,

9107180226  Forwards Surveillance Observation Rept 91 -S6 of USGS conducted at
Yucca Mountain Site on 910612 & 13.DOE & Yucca Mountain Project Ofc surveillance
of USGS QA program useful & effective.

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/07/10. SHELOR.D.E Energy, Dept. of. 5pp. 58500:204-
58500:208.

9107180227 Trip rept of NRC observation of DOE review of "Exploratory Studies Facility

*  North Area Design Studies" on 91061 7-19 in Las Vegas.NV.Agenda encl.
HSIUNG.S., CHOWDHURYAH., PATRICK.W.C. Center for Nuclear Waste Regulatory
Analyses. 91/07/12. Center for Nuclear Waste Regulatory Analyses. 7pp. 58497:351-
58497:357.

9107180244 Forwards literature refs re hydrology/radionuclide migration program at
Nevada Test Site.

PRESTHOLT.P.T, NRC - No Detailed Affiliation Given. 91/07/09. STABLEIN.K.
Energy, Dept. of. 14pp. 58497:298-58497:31 1 .

9107190099 Rev 1 to Vols 1-5 of YMP/CM-0011, "Yucca Mountain Site Characteriza-
tion Program Baseline."

*   Science Applications  International Corp.  (formerly Science Applications, Inc.),
HLWR. 91/04/05. 1,750pp. 58665:009-58673:197.

9107190184 Forwards status rept entitled, "Radwaste Mgt in US" for review & update
of portions of rept focusing on NRC program, per Radwaste Mgt Committee meeting
on 910606-07 at OECD/NEA headquarters in Paris.France,

ISAACS.T.H. Energy, Dept. of. HLWR. 91/07/15. YOUNGBLOOD.B. NRC - No De-
tailed Affiliation Given. 1p. 58500:251-58500:283.

-9107190188 "Radwaste Mgt in US."

*  Energy, Dept of. HLWR. 88/09/30. 32pp. 58500:252-58500:283.

9107220025 Forwards sections of Lowman.lD final remedial action plan, constituting
Rev 3 to plan.in response to NRC 91 0507 Itr.

MATTHEWS.M.L Energy, Dept of. 91/07/16. SURMEIER.J J. Uranium Recovery
Branch (Post 901230). 59pp. 58518:280-58518:339.

9107220170 Rev 3 to QMP-03-09, "Project Change Control Board Process.'1

*   Science Applications International Corp. (formerly Science Applications, Inc.).
HLWR. 91/07/01. 23pp. 58568:326-58568:348.2, Rev 3 to
